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ORIGIN EB-07 

INEO OCT-OI CIAE-00 COME-00 DODE-00 NSAE-00 TRSE-00 EUR- 12 

ERDA-05 ISO-00 MC-02 /027 R 

DRAETED BY EB/ITP/EWT:JMGREGORY,JR.:ERS 
APPROVED BY EB/ITP/EWT:JMGREGORY, JR. 
DEEENSE/OASD-LJAMES(SUBST) 

COMMERCE/OEA-RDIXON 

RPE 

111266 

R 282033Z EEB 75 
EM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONEIDENTIAL STATE 045746 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM 

SUBJECT: COCOM LIST REVIEW - IE 1 13 1-33 CRYOGENIC 
PUMPS AND VALVES 

REF: A) COCOM DOC REV (74)1 133/1 AND 2, AND 1131/1 
B) STATE 32269 

US EXPERTS ARE STUDYING AND WILL BE PREPARED TO DISCUSS 
REFS A, BUT ARE INCLINED TO BELIEVE THAT TEMPERATURE 
CUTOFE MAY BE THE MORE EASILY ADMINISTERABLE APPROACH 
TO THESE ITEMS. INASMUCH AS THE GERMAN PROPOSAL 
APPARENTLY REFERRED TO PARTICULAR EQUIPMENT EOR WHICH 
A CUSHION BELOW MINUS 200 DEGREES C IS DESIRED, REPLIES 
TO REE B WOULD EACILITATE EORMULATION OE A DEFINITE 
POSITION BY THE US RELATED TO TEMPERATURE. AT THE MOMENT, 
US AUTHORITIES BELIEVE IT PREFERABLE NOT TO ENTER 
DISCUSSION WITH A HARD POSITION, BUT THEY CONSIDER THAT 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 045746 

ONE CAN BE DEVELOPED ON THE BASIS OF ROUND TWO DISCUSSION. 
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Document Number: 1975STATE045746 

Document Source: CORE 

Document Unique ID: 00 
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Executive Order: XI 
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Film Number: D750073-0280 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 62 
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Original Classification: CONFIDENTIAL 
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